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and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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0. FOREWORD 

0.1 This Indian Standard ( Part VII ) ( Second Revision ) was adopted 
by the Indian Standards Institution on 30 January 1981, after the draft 
finalized by the Sanitary Appliances and Water Fittings Sectional 
Committee had been approved by the Civil Engineering Division Council. 

0-2 This standard was first issued in 1953 and was revised in 1963 to 
cover requirements for additional glazed earthenware sanitary appliances 
such as Orissa pan, laboratory sinks, squatting plate, slab and stall 
urinals and half round channels. In this revision the scope of the 
standard has been restricted to cover requirements for glazed fire-clay 
sanitary appliances only since the glazed earthenware sanitary appliances 
are outdated as well as unhygienic. The Sectional Committee has found 
that only some of the sanitary appliances were being made in glazed fire- 
clay and, therefore, decided to cover the requirements for these appliances 
only in this revision. The general requirements applicable to all appli- 
ances and specific requirements for different types of appliances have 
been covered in separate parts of the standard. 

0.3 For the purpose of deciding whether a particular requirement of 
this standard is complied with, the final value, observed or calculated, 
expressing the result of a test or analysis, shall be rounded off in accord- 
ance with IS : 2-1960*. The number of significant places retained in 
the rounded off value should be the same as that of the specified value 
in this standard. 



1. SCOPE 

1.1 This standard ( Part VII ) lays down the pattern, and sizes, constru- 
ction, dimensions and tolerances of slop sinks made of fire-clay. 

♦Rules for rounding off numerical values ( revised ). 
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2. REQUIREMENTS 

2.1 General — The general requirements of material of manufacture, 
method of test, sampling and inspection shall conform to IS : 771 ( Part I )- 

1979* 

2.2 Pattern and Size 

2.2.1 Slop sinks may be either wall mounted or floor mounted. The 
wall mounted slop sink shall be of size 610 X 530 mm ( see Fig. 1 ). The 
floor mounted slop sink shall be of size 430 X 460 mm ( see Fig. 2 ). 

2.3 Construction 

2.3.1 The slop sink shall be of one piece construction and shall have 
a suitable flushing rim which may be boxed or open type. In the case of 
box rim, adequate number of holes on all sides shall be provided for 
clean flushing of the bowl of the sink. The rim shall have an inlet or 
supply horn of dimensions conforming to those given in Fig. 1 or Fig. 2 
for connecting the flush pipe. 

2.3.2 The wall mounted slop sink shall have an integral trap with 
outlet conforming to Fig. 1. The floor mounted slop sink shall have an 
integral trap with P or S outlet conforming to Fig. 2. 

2.3.3 The inside surface of the slop sink and trap shall be uniform 
and smooth in order to ensure efficient flush. The serrated part of the 
outlet shall not be glazed externally; 

2.3.4 Two stud slots shall be provided on the underside of the wall 
mounted slop sink conforming to the requirements given in Fig. 1. 

2.3.5 Two holes for fixing chromium plated galvanized bucket grating 
shall be provided on the top of the flushing rim conforming to the 
requirements given in Figs. 1 and 2. 

2.4 Dimensions and Tolerances 

2.4.1 Dimensions — The slop sink shall have dimensions conforming to 
those given in Figs. 1 and 2. 

2.4.2 Tolerances — The following tolerances shall be permissible on the 
dimensions specified for slop sinks: 

a) On dimensions of 50 mm and over ± 4%, and 

b) On dimensions less than 50 mm i 2 mm. 



♦Specification for glazed fire-clay sanitary appliances: Part I Genera] requirements, 
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Fig. 1 Slop Sink ( Wall Mounted Type ) 
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Fiq. 2 Slop Sink ( Floor Mounted Type ) 



3. MARKING 

3.1 The slop sinks shall be clearly and indelibly marked at a prominent 
place, visible after the sinks are' installed, with the name or trade-mark 
of the manufacturer. 



IS : 771 ( Part VII ) - 1981 
3.2 BIS Certification Marking 

The product may also be marked with Standard Mark. 

,1.2 The use of the Standard Mark is governed by the provision of the 
Bureau of Indian Standards Act, 1986 and the Rules and Regulations made 
thereunder^ The details of conditions under which the licence for the use of 
Standard Mark may be granted to manufacturers or producers may be obtained 
from the Bureau of Indian Standards. 

processors, may be ottjtainea from ttte-^fldian Standards Institution. 
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